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Problem 

While setting up Accounts Receivable under the three drive option, you will 
encounter the error BAD FILE MDDE in line 620. 


gplytlfin 

The probiem is corrected by following the steps listed below. 

1. BacJcup the diskette(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing IDAD"SETUP". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line: 220 FL=l:QOSUB280:R$=IN$:IFCT’<>0THEN220ELSEIFR$<>"Y"ANm$<>"N"'IHEN 
PRINTCHR$ (8); :GOrrO220ELSEIFR$="N"lHENQOSUB560:IPQ$="I"'IHENZX=0:QOTO 
80ELSE80ELSE230 

New Line;220 FL=l;OOSUB280;R$=IN$:IFCF<>0'mEN220ELSEIFR$<>"Y"ANDR$<>"N"IHEN 
PRINICHR$ (8);:QOTO220 

Old Line:880 PD=2:PC=500:PT=2500;IFQ$="M"THENONERRORQOTO895;KILU>T$; 

PT$=I£Pr$(PT$,LEN(PT$)-l)+"2'';CI£;PRINr@458,"INSERT DATA DISK IN DRIVE 
2 AND HIESS <ENTER>" 

New Line : 880 Pl>2; PC=500: PT=2500: IPQ$="M"'IHEN0NERRORQOTO895: KILi:i>T$; 

PT$=I£PT$(PT$,LEN(PT$)-l)+"2":C3iS:PRINr@458,"INSERT DATA DISK IN DRIVE 
2 AND PRESS <ENTER>":ELSBGOTO890 
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